Philip D. Murphy, Governor 
Sheila Y. Oliver, Lieutenant Governor 
Diane Gutierrez-Scaccetti, Commissioner 
Kevin S. Corbett, Executive Director 


(^TRANSIT 

One Penn Plaza East 
Newark, NJ 07105-2246 
973-491-7000 


VIA FIRST CLASS MAIL 

January 22, 2019 

Jacob Fischler 
dept MR 52741 
411A Highland Ave 
Somerville, MA 02144 

RE: OPRA #180424-209583 


Dear Mr. Fischler. 

Xuf "us" to?:: tCst? 

February 11,2019. 

Should you have any further questions, you may contact me at (973) 491-7178. 


Sincerely, 


Orlando Cor-Dova 
Assistant OPRA Specialist 
Board Office 
NJ TRANSIT 



